To:  Poetter,  Joe[poetter.joe@epa.gov] 

Cc:  Williams,  Laura[williams. Iaura@epa.gov] 

From:  Ostrander,  David 

Sent:  Tue  9/22/2015  6:34:11  PM 

Subject:  Re:  Long  Term  Monitoring  Strategy  Funding 

got  your  message  and  I will  work  with  Laura  and  see  what  we  need  to  do  with  HQ  on  funding 
for  the  monitoring  strategy. 

Sent  from  my  iPad 

On  Sep  22,  2015,  at  12: 1 1 PM,  Poetter,  Joe  <poetter.j oe@,epa. gov>  wrote: 


David,  just  left  you  a VM  on  this  topic. 


Do  you  know  the  projected  cost  for  this?  My  assumption  was  that  all  the  contract  dollars 
we’ve  received  recently  from  OEM  was  for  the  mine  stabilization  (and  water  treatment). 
The  estimates  we  gave  HQs  excluded  any  long  term  monitoring  costs  and  I just  want  to  be 
sure  everyone’s  on  the  same  page  of  the  reality  of  our  funding  needs  regarding  any 
conversations  around  funding  with  HQs. 


Thanks, 


Joe 


From:  Card,  Joan 

Sent:  Tuesday,  September  22,  2015  11:32  AM 

To:  Ward,  W.  Robert;  Buhl,  Rick;  Bielenberg,  Ben;  Poetter,  Joe 

Cc:  Ostrander,  David 

Subject:  FW:  Long  Term  Monitoring  Strategy  Funding 


FYSA. 
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From:  Card,  Joan 

Sent:  Tuesday,  September  22,  2015  1 1:04  AM 
To:  Garcia,  Bert;  Wall,  Tom;  Tubs,  Dana 
Cc:  Ostrander,  David 

Subject:  Long  Term  Monitoring  Strategy  Funding 


All.  I just  spoke  with  David  Ostrander  and  he  is  prepared  to  move  forward  to  contract  the 
work  for  the  one-year  GKM  monitoring  program  and  he  has  assigned  an  OSC  for  this  task. 
He  has  it  covered  his  ER/Removal  budget.  It  appears  to  me  that  the  funding  decision  has 
been  made.  Any  objections? 


Joan 


Joan  Card  | Senior  Policy  Advisor 
Office  of  the  Regional  Administrator 
USEPA  Region  8 (CO,  MT,  ND,  SD,  UT,  WY) 
1595  Wynkoop  Street  | Denver,  CO  80202 
(303)312-6468 
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